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1. REF STATES 


WILL BE TRANSFERRED TO 


COMSEC EQUIPMENT 


WHEN AUTHORITY RECEIVED 


FROM AFCD. 

2. WHEN ABOVE TRANSFER ACCOMPLISHED, RECOMMEND 
EQUIPMENT BE REINSTALLED IN 


SINCE PRESENT 


INSTALLATION IS IN OPEN RACK IN A NON-VAULT TYPE 
W ROOM AND PRESENT INSTALLATION DOES NOT MEET STANDARDS. 
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